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One kilometer southeast of the village of Mikovishte in the Nevrokop 

region is a hydroelectric plant which was begun in 1941 and completed 

in May 1949. It derives its power from the waters of the Mesta River. 

The machines for this plant came from Czechoslovakia and were installed 

by Czech laborers and engineers. At present only one of the two turbines 

is being used to light the town of Nevrokop and the villages of 

Mikovishte, Lovo liasou (sic), Keprivlen ‘sic), Zhostovo, Sadovo, Blatska, Hvoina, 


Dupnitsa, Garmen (sic), Zagrad (sic), Ognenove, Skreb, Baltevo (sic), 
Gospoditsi (sic), and Borovo 
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